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DFD-8002-59 

30 se*«si*r vm 


mm&Mm fori cm*?, suppi**s®toi Prsgrw® Division, oc 

* Acting <M«f , Development Project# Division, DD/^ 


THROUGH 

SUBJSC* 


/Q 


Ovsrsfcijw*t of System One Power Supplies, 

(02 Unit#) MMU04O6, to Beqtdreeeitt So* 2 maw 
Contract So* A-101 

Mt§m frm Contracting Offiaer to spD/tsc, DfS-0999 
dated 2 June 1958 


1. Reference ees^raadun indicated that four ( 4 ) eaefe KP-104C6 
Systffs (fee Power Supplies (02 (felt#) were overahipped to you and 
repeated they he returned to as for shipment task to the Depot. 

2. Feeent ccmsmicaiicn with the Contractor and the Depot 
i^ieaw SS no action has W token to date with regard to 
referewoe sawn©. Would yon cheek your records and let a* k»e% if 
you revived the four (4) Power Supplies and what action was token 
on eur requests These four unit# are respired to complete ship- 
&**nt of our requirements under the Contract* 


Contracting uxjio**# i>PD 


DrO-KJ, 

Oistri 


r/P 

.tarui 


(30-11-59) 


oni 

Orig - Addressee 
cc - Addressee 
CO - A/CB/fcFD 
cc - Contracts 
cc - Materiel 
cc - Chrom 


Approved For Release 2002/0 


DP61 -00763A0002001 30057-7 





